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25X1A6c FROM : 25X1A5al 


25X1A5a1 


SUBJECT : General - Contracts 


le Contract vo. Ect: BD covered services of 
certain personnel. In addition the contract states that the 
Contractor will furnteh the following equipment: 


1 each Portable Test Stand erat 
1 each Tool Kit 138.54 
H each Test Sits ; se h es 

; ‘ * enc 


o2h am 25X1A6c 


Our letter dated 30 Jan 1958 (2,002) to EJ copy of which 
was furnished you, requested the company to furnish you with 
information which would enable you to acknowledge receipt of the 
equipment. 


2, Since so much time has elapsed 1t is requested that you 
advise as the equipment that you can receipt for and your com 
ments on the balance in order that we may cancel the undelivered 
items from the contract and effect final settlesent. 

HLims (4 August 1958) 
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